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MEMORANDUM FOR: Director, National Foreign Assessment 
Center _ ee aed 
Deputy Director for Operations LO LPO” OD 
Deputy Director for Science & Technology 
Deputy Director for Administration 
a Comptroller 
( Legislative Counsel 
\y ’ Director of Personnel Policy, Planning, 
and Management 
Director of Public Affairs 
Director, Equal Employment Opportunity 
Director of Security 
Special Assistant to the DCI for 
Compartmentation 
Chief, Information Services, DDA 


STAT —- FROM 2 
Acting Genera ounse 


SUBJECT 


oe 


Revised Draft of E.O. 12065 


1. A revised draft of proposed changes to E.O. 12065 is 
enclosed for your review. This draft incorporates revisions 
suggested by member agencies of the interagency working group at 
the group‘s 1 May 1981 meeting or in subsequent telephone 
conversations. The enclosed draft includes a section-by~section 
analysis of the proposed changes, with a statement of each 
individual proposal, the agency or agencies suggesting the 
changes in parentheses, a discussion of the need for the 
recommended revision, and amended language where appropriate. 


2. The interagency working group will be meeting 
tentatively on Friday, 29 May 1981, at 2:00 to discuss these 
proposed changes. The enclosed document is still at the draft 


stage, so that further comments concerning additional revisions 


are still welcomed. Any comments concerning the draft should be 
communicated orally tol «dE BY OF Eco 
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